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NARA RG104, Entry 1, Box 120 


[Abstract:] Number of dies of 1879 defaced & destroyed. 


Mint of the U.S. Philadelphia. 
January 2, 1880 


Col. A. Loudon Snowden, Supt. 
Dear Sir, 


I was present and witnessed the destruction of the following Coinage Dies, which have 
been used or intended to have been used during the year of 1879. Commencing as follows: - 


















































Obverse Reverse 
Double Eagle fj 6 
Eagle 7 4 
Half Eagle 9 6 
Three Dol. 1 1 
Quarter Dol. Z 2 
One Dol. 1 1 
Standard Dol. 129 86 
Half Dol. 1 1 
Quarter Dol. 1 1 
Dime 4 5 
Five Cent Nickel 6 10 
Three Cent Nickel 6 6 
One Cent Bronze 77 64 











Total Number of Dies destroyed 444. 


Number of Dies returned fifteen (15) as follows: 




















Reverse 
Eagle 1 
Dime 9 
One Cent Bronze 5 








The four hundred and forty four (444) Dies destroyed were only those rendered unfit for 
further use either by bearing the date of the past year, (1879) or by general imperfections. 


Tam 
Yours Respectfully, 
Geo. B. Soley 


